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Message Text 


UNCLASSIFIED 

PAGE 01 BAGHDA 00907 081529Z 

46 

ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /030W 

010237 

R 021134Z SPE 75 
FM USINT BAGHDAD 
TO SECSTATE WASHDC 2307 
USDOC WASHDC 
AMEMBASSY BEIRUT 
AMEMBASSY TEHRAN 
AMEMBASSY BRUSSELS 

UNCLAS BAGHDAD 907 

E.O. 11652: N/A 
TAGS: BTIO, IZ 

SUBJ: EXPORT OF EQUIPMENT FOR HEART CLINICS 

1. REPUTABLE PRIVATE SECTOR FIRM AL-IKBAL TRADING BUREAU, 
SINDBAD BUILDING. FIRST FLOOR APARTMENT 2702/40, AND ALUS 
SQUARE, BAGHDAD, IRAQ (TELEPHONE 93867; CABLE GRAZILDA, 
BAGHDAD) HAS BEEN AUTHORIZED BY MINISTRY OF HEALTH CONSUL- 
TANT ACT AS INTERMEDIARY IN PROCURING AND ANALYZING CATALOGS 
AND PRICE LISTS COVERING FULL RANGE OF EQUIPMENT NEEDED 

FOR HEART CLINIC TO BE BUILT IN BAGHDAD (BUDGET BETWEEN 
$ FOUR AND FIVE MILLION). 

2. IF US FIRMS WISH VISIT BAGHDAD IN ORDER STUDY PLANS FOR 
CLINIC AND HAVE DISUCSSIONS WITH MINISTRY OF HEALTH OFFICIALS, 
AL IKBAL TRADING BUREAU HAS BEEN AUTHORIZED TO ASSIST WITH 
VISAS AND WILL MAKE HOTEL RESERVATIONS. 

KILLOUGH 


UNCLASSIFIED 


NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** LTNCLASSIFIED 
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Disposition Authority: n/a 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BAGHDA00907 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: D75031 0-0256 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750996/aaaagswz.tel 

Line Count: 51 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
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Reference: n/a 

Review Action: RELEASED, APPROVED 
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Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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